Chief Officer 

1st Officer 

2nd Officer 

Snr 3rd Officer 
Jnr 3rd Officer 
Troop Officer 
Surgeon 

Radio Officer 
2nd Radio Officer 
3rd Radio Officer 
4th Radio Officer 
Purser 

Assistant Purser 


Cooper T 
Monteith D.C 
Waugh C.W 
Smith |.D 
Ford M 
Templeton R 
Conroy P.J 
Rodger A 
Hopwood W.S 
Williams R.E 
Brumby G.J 
Pedder W.R 
Wilkinson J.F 


Chief Steward 
2nd Steward 
Storekeeper 

Ext 2nd Steward 


Butcher 


Oxfordshire 


Bulk/Car Carrier - 31,770 d.w.t. 


Winter 1959 


(01/03/1960) 


Captain Fitch N.F 
Chief Eng Officer Marsh T.E 


Snr 2nd Eng Officer 
Jnr 2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
8th Eng Officer 
10th Eng Officer 
9th Eng Officer 
11th Eng Officer 
12th Eng Officer 
Electrical Officer 
Snr 2nd Elect Officer 
Inter 2nd Elect Officer 
Jnr 2nd Elect Officer 
Plumber 
Alexander W.A.C 
Harris A.V 
Nixon M.R 
Bow B 
Grey R 
Ashcroft A 
Willis F.J 
Rule W 


Bosun 


Chef 
Baker 


Dumbell G.E 
Arnold P 
Mathieson D.R 
Allan P 

Wilson M.W 
Rudkin K 
Shuttleton T 
Wadsworth M 
MacLachlan D 
Clarke P.J 
Clay B 

Doig J 

Young I.D 
Rowan D 
Fisher-Jones M 
Nieto P.H 
Davies W.H 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Summer 1971 


(01/08/1971) 


Captain Butterworth J.J 
Chief Eng Officer Twamley D.G 


Anderson K 2nd Eng Officer Green F.R 
Roberts W.E 3rd Eng Officer Hartharn P.J 
McMahon M.T.P 4th Eng Officer Ratcliffe A.T 
SetA 5th Eng Officer Hanks W.R 
Townend R.| Electrical Officer Chedotal F.J 
Slater J.A 
Melia A 
Rose J 
Bosun HiL.T 
Cook Shing Y.F 
Leading Steward Lan Y 
Spring 1972 
(29/04/1972) 
Captain Hine D 
Chief Eng Officer Twamley D.G 
Nisbet M.R 2nd Eng Officer Long G.| 
Maddison R 3rd Eng Officer Byrne P 
Williams P.G 4th Eng Officer Harris J 
Webster R.A Engineer Cadet Edmunds A.N 
McCluskey D.W Engineer Cadet Escott C.M 
Best J.W.R Electrical Officer Ritchie R.S 
Glover G.F 
Maskell T 


Bosun Hi L.T 
Cook Shing Y.F 
Leading Steward Lan Y 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 


Autumn 1972 


(01/10/1972) 


Captain Arthur K 
Chief Eng Officer Twamley D.G 





Appleton J.K 2nd Eng Officer Blaxland M 
Morgan A.J.L 3rd Eng Officer Powell R 
Jenkinson D 4th Eng Officer McDonald D.J 
Jones P.D 5th Eng Officer Nicholson G.J 
Owen R.J Engineer Cadet Cantwell P.T 
Oates J.W Electrical Officer Black M 
C.P.0 Kwan F 
G.P.Mechanic Cheung L 
Cook SinghT.S 
Leading Steward Kong T.K 
Spring 1973 
(01/04/1973) 
Captain Nisbet M.R 
Chief Eng Officer Green H 
Appleton J.K 2nd Eng Officer Hay W 
McClure S.A 3rd Eng Officer Palmer W 
Moore T.R 4th Eng Officer Hickey J.L 
Davy G.S 5th Eng Officer Maslen J.F 
Dickin K.N Engineer Cadet Potter D.A 
Sweet T.J Electrical Officer Grange | 
Banks R.H 
Rose J.(p) 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Radio Officer 
Purser 


Autumn 1973 


(07/10/1973) 


Captain Saunders P 
Chief Eng Officer Collins R.H 


Egan J.F 2nd Eng Officer Lindsay W.P 
Morgan A.J.L 3rd Eng Officer Currie I.S 
Browning A.A 4th Eng Officer Hardy J 
Thelwell A.G 5th Eng Officer Gardener N.P 
Marsh C.H Electrical Officer Rogers D 
Banks R.H 
Oates J.W 
Winter 1973 
(19/02/1974) 
Captain Gowsell K 

Chief Eng Officer Hansen F.G 
Wyatt R.H.W Jnr Chief Eng Officer Godfrey A.P 
Hooper A.M 3rd Eng Officer Palmer W 
Peace C.G 4th Eng Officer Pawson B.S 
Aindow J.A 5th Eng Officer Seel R.V 
Pardoe T.R Electrical Officer Holt G 


Whitefoot-Greenland T. 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Summer 1974 


(18/09/1974) 


Captain Saunders P 
Chief Eng Officer Jones R.M 





Greening J.P 2nd Eng Officer Palmer W 
Nyunt M.T 3rd Eng Officer Carr D 
Ashcroft M.E 4th Eng Officer Tetlow D.R 
Madell K.R 5th Eng Officer Lewis R.A 
Neild R.T Electrical Officer Walker P 
Walsh J.D 
Traynor F 
C.P.0 LoP.K 
Cook Tang W.C 
Leading Steward Tsang S.C 
Winter 1974 
(01/03/1975) 
Captain Arthur K 
Chief Eng Officer Jones R.M 
McLeod K 2nd Eng Officer Carr D 
Moore A.M 3rd Eng Officer Bauchop L.D 
Wilson D.J 4th Eng Officer Martin B 
McLaughlin T.F Jnr Eng Officer Lowes W.J 
Aindow J.A Electrical Officer Kelly R.W 
Rigg M.A 
Rose J.(p) 


C.P.0 Yau W.T 
Carpenter Tin Y.S 
Cook Chung C.H 
Leading Steward Piu W.Y 


Chief Officer 
1st Officer 
3rd Officer 

Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1975 


(19/09/1975) 


Captain Taylor J.R 
Chief Eng Officer Griggs M.R 


McKenna F.D 2nd Eng Officer Stephen-McRae M 
Bayliss F.A 3rd Eng Officer Selby C.G 
Clark C.N 4th Eng Officer Seel R.V 
Easton S.C Engineer Cadet Donaldson J.H 
Murtagh S.K Engineer Cadet Crow S 
Barling G Electrical Officer Parkin N.J 
Maskell T 

C.P.0 PakC.C 

Carpenter Yau C 
Cook Teng W 
Leading Steward Shing L.P 
Winter 1975 
(16/02/1976) 
Captain Waldie J.W 
Chief Eng Officer Baker | 

McKenna F.D 2nd Eng Officer Stephen-McRae M 
Southby M 3rd Eng Officer Patterson F.H 
Krikor A.A 4th Eng Officer Austen S.J.S 
Brown S.J Electrical Officer Evans L 
Morgan D.C Electrical Officer Duncan P.W 
Goulbourne M.E 
Rose J.(p) 

C.P.0 PakC.C 

Carpenter YauC 
Cook Teng W 


Leading Steward Shing L.P 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1976 


(10/09/1976) 


Captain Arthur K 
Chief Eng Officer Jones R.M 


Robins M.R 2nd Eng Officer Turner W.G 
Hodgkinson J.H 3rd Eng Officer Altree N 
Aindow J.A 4th Eng Officer Findlay K.W 
Fanciulli M.J Electrical Officer Meacock R.N 
Madell K.R 
Connolly D 
Phillips R 
C.P.0 Sum W,P 
Carpenter Mui K 
Cook Shing T.S 
Leading Steward Ping Y.Y 
Winter 1976 
(23/02/1977) 
Captain Robins M.R 
Chief Eng Officer Robinson J 
Young K.N 2nd Eng Officer Moorhouse F 
Singh D 3rd Eng Officer Keenan K.M 
Bhandara J.B 4th Eng Officer Potter D.A 


Sherburn J.D.A 
Spiers W.J 
Goulbourne M.E 
Rose J.(p) 


Electrical Officer Kerrison T.C 


C.P.0 KwanF 
Carpenter King K 
Cook Yung Y 
Leading Steward WaH.W 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

‘rainee Radio Officer 
Purser 


Autumn 1977 


(13/10/1977) 


Captain Lightfoot A.F 
Chief Eng Officer Stephen-McRae M 





Marshall N.S 2nd Eng Officer Clark J.D 
Hughes J.R 3rd Eng Officer Douglas P.F 
Chapman J.K 4th Eng Officer Hayes S.G 
Hillier C Electrical Officer Cowan A.J 
Holt P.J 
Faulkner B 
Morgan M.A 
Levell R 

C.P.0 Yuen K.C 

Carpenter Yeung W.C 
Cook LiS.M 
Leading Steward Siu Y.M 
Winter 1977 
(15/03/1978) 
Captain Gowsell K 
Chief Eng Officer Yates D.C 

Hardy P.S 2nd Eng Officer Turner W.G 
Corlett R.M 3rd Eng Officer Britton M.A 
Haines J 4th Eng Officer Hudson S 
Fell A.E Electrical Officer Pearton K.J 
Cook R.C 
Mackenzie A 

C.P.0 Chi Y.K 

Carpenter Chau Y.W 
Cook Ming L.S 
Leading Steward Mui S.Y 





